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Customer ID: 32992 
Certificate: 57-C-022C 

Site: 001 

G A AQUARIUM INC 

Inspection 

Type: ROUTINE INSPECTION 
Date: MAY-09-2006 


No non-compliances identified on inspection today. 


Reviewed: 

1 . ) Water quality records 

2. ) Coliform monitoring records 

3. ) Individual animal health records 
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